Folk OIG PRR 096676 


PRICE 

QUOTATION 


Sales Quote Date: 12/05/12 

Sales Quote Number: Q205422 


Requested For Shipment To: 

MA STATE PQLICE CRIME LAB 
AMHERST DRUG LABQRATQRY 
637 NQRTH PLEASANT STREET 
RQQM N251 MQRRILL 1 
AMHERST, MA 01003 


Government Scientific Source, Inc. 

Veteran Owned Small Business 
12351 Sunrise Valley Drive, Reston, Virginia 20191 
(800) 248-8030 ^ (703) 734-1805 
Fax (703) 734-1803 

Salesperson: JEANNIE RUIZ Page 1 

Customer ID: Cl 2557 

E-Mail: jruiz(a)govsci.com 


Requested By: 


Name: JAMES HANCHETT 

Phone: 413-545-2607 

Fax: 413-545-2608 

E-Mail: james.hanchett@state.ma.us 


Notes and Comments: 


Part No. 


Description 

UOM 

Qty 

List Price 

Saies Price 

Ext Price 

AGILENT TECH 

19091S-602 

HP-1 MS 25m 0.2mm 0.33u 

Each 

1 

438.00 

385.44 

385.44 

AGILENT TECH 

5188-5365 

Liner 0-Ring Non-Stick 10PK 

Each 

2 

13.65 

11.60 

23.20 

AGILENT TECH 

5062-3507 

0.3mm; lOOum ferrules 10/PK 

Each 

1 

69.15 

58.77 

58.77 

AGILENT TECH 

5062-3516 

Ferrules 10/PK 

Each 

1 

57.65 

49.00 

49.00 

AGILENT TECH 

G3170-60050 

Filament high temperature El 

Each 

4 

125.00 

117.50 

470.00 

AGILENT TECH 

19251-60540 

Liner split straight 

Each 

10 

20.70 

17.59 

175.90 

AGILENT TECH 

8650-0029 

Gloves Nylon Sm 

Each 

5 

17.55 

14.91 

74.55 

STAPLES 

570638 

HP PEN COMBO PK HP56/HP57 

Pack 

2 

79.98 

75.28 

150.56 

FOB Destination 

Quotation valid for 30 days from date of issuance. 

Estimated delivery time from date of issuance is 7 to 10 Days 




Subtotal: 

Sales Tax: 

Total: 

1,387.42 

0.00 

1,387.42 


